Shit shit shit.
So something happened to my laptop yesterday and I don't know what. All I know is that Windows doesn't want to start up, and the Windows Start Up Repair doesn't work.
Most likely this is damage caused by the overheating of the motherboard since my fan broke a few months ago.

Either way, I'm sorry to announce that ALR is going on hiatus. All my recent sprites, script work and basically everything I need for this comic are on my laptop.
Hopefully I can delete this comic, meaning my laptop is fixed, before it appears, but something tells me that won't happen.

Sorry everyone!


UPDATE!
I tried getting this up earlier but I couldn't until the page was released.
I have all the V2 sprites on my desktop (thank god), all I'm missing is the Comic 76-80 scripts (which I can just rewrite) and several newer sprites I made.
Since my laptop is done for, I'll be using my desktop now. However, ALR is still going on a hiatus, because I need to finish a lot of sprites.

Hang in there everyone!